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MEMORANDUM 


DATE: September 28, 2018 


TO: 


FROM: 


SUBJECT: 


End Stage Renal Disease Advisory Board Members and Interested 
Parties 

Karen Senger, RN, BSN 

Division Chief Health Care Facilities and Programs 
Meeting Cancellation Announcement 


We regret to inform you that the End Stage Renal Disease Advisory Committee meeting has been 
cancelled for October 9,2018 from 10:30 a.m. to 12:30 p.m. due to the Governor signing House 
Bill 5069 from the Governor’s Office to repeal the End Stage Renal Disease Act that created the 
End Stage Renal Disease Advisory Committee. Pursuant to P.A. 100-0957, the End Stage Renal 
Disease Advisory Committee (ESRD) has been disbanded effective August 19,2018. We regret 
any inconvenience this cancellation or disbandment may have caused. 

Therefore all scheduled meetings for this Advisory Committee will be cancelled for the rest of 
2018 and 2019 for the following former meeting locations: 525 W. Jefferson St., 4 th Floor, 
Springfield and 122 S. Michigan Ave, 7 th Floor, Room 711, Chicago. Please mark your calendar 
accordingly. 

If you have questions regarding this or other scheduled meetings, please contact Elaine 
Huddleston at (217)782-0483. 


KS/emh 


PROTECTING HEALTH, IMPROVING LIVES 




